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Inspection 

Type: ROUTINE INSPECTION 
Date: APR-03-2003 


3.75 ( e ) 

HOUSING FACILITIES, GENERAL. 

Supplies of food shall be stored to prevent contamination 

There is one open bag of primate diet in the walk in cooler . All open bags need to be in containers with lids to prevent contamination 
. Correct By ; 4-4-03 

Inspection was conducted Or. Pannill-USOA-Animal Care 

lACUC Meeting . 2-27-03 





